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CHESEBROUGH MANUF 

(CONSOL 


FINANCIAL 

December 


ASSETS 

Current: 

Cash. 

Accounts Receivable. 

Marketable Securities. 

Notes Receivable. 

Merchandise Inventories. 

Total Current Assets. 


$ 601,191.70 
325,811.71 
1,792,325.06 
30,000.00 
1,016,163.85 


Fixed: 

Plants, Warehouses and Real Estate, 
less Depreciation. $1,270,006.29 

Furniture and Fixtures, 

less Depreciation. 19,542.90 

Autos, Trucks and Stable Equipment, 

less Depreciation. 5,290.26 

Leaseholds and Oil Wells, 

less Depreciation and Depletion. 24,800.12 

Total Fixed Assets. 


Investments—Oil Producing and other Companies. 


Deferred Charges. 


$3,765,492.32 


1,319,639.57 

2,913,903.85 

98,390.78 


Redemption Preferred Stock Deposit Account. 


112.50 


Total Assets. 


$8,097,539.02 


I have examined the financial records of tl 
Consolidated, for the year ended December 3 
in my opinion, correctly reflects the Company’? 

Robert N/ 
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ACTURING COMPANY 

1DATED) 

'STATEMENT 

31, 1934 

LIABILITIES and 

CAPITAL 


Current: 

Accounts Payable. 

$ 149,921.59 


Deferred Credits. 

4,900.44 


Total Current Liabilities. 


$ 154,822.03 

Redemption of Preferred Stock. 


112.50 

Common Capital Stock: 

Authorized. 

... $4,000,000.00 


1 Unissued. 

1,000,000.00 


Issued. 


3,000,000.00 

Sundry Reserves: 

Reserve against Investment in Oil Producing and 


other Companies. 

... $1,908,163.56 


Reserve for Federal Tax Liability. 

60,000.00 


Reserve for Local, State and Foreign Taxes. 

122,520.58 


Reserve for Annuities. 

600,000.00 


Reserve for Investment in Oil Reserves. 

500,000.00 


Reserve for Bad Debts. 

10,000.00 


Reserve for Equalization of Dividends. 

540,000.00 


Total Sundry Reserves. 


3,740,684.14 

Surplus as at January 1, 1934. 

.. $2,813,632.16 


Plus earnings for year 1934. 

614,670.98 


Adjustment of Depreciation. 

45,334.03 

$3,473,637.17 


Less: 

Dividends paid during 1934. 

.. $1,380,000.00 


Appropriated to Reserves. 

891,716.82 

$2,271,716.82 


Surplus as at December 31, 1934. 


1,201,920.35 

Total Liabilities and Capital. 


$8,097,539.02 

FREDERICK H. 

WILLIAMS, 

T reasurer. 


[ie Chesebrough Manufacturing Company, 

1, 1934, and the foregoing Balance Sheet, 

; financial condition at December 31, 1934. 
r SH Phinney, Certified Public Accountant . 










































